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ouch the floor to draw in dirt, and as there are no lengthy milk tubes or
laws, cleaning is simplified.

'accar Machine

An apparatus of this type was first installed in 1907 and is still in use. This
'act speaks well for the solid construction and high-grade material used in
nanufacturing what is a fast and clean milking machine. The teat cups can be
supplied with moulded or stretched liners and the apparatus employs an air
idmission aperture in the mouthpiece of the cup to break down the vacuum
applied at the upper end of the teat without disturbing the ordinary milking
vacuum which is at the rate of 15 inches, with stretched liners, and 13 inches if
the liners are moulded. The diaphragm pulsator works at the rate of 48 beats
to the minute, and is fixed on the bucket lid together with a mushroom-valve
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FIG. 98.    Types of Milking "Units.
moisture trap. The lid is of tinned brass and the bucket of aluminium. The
teat cup casings are of tinned pressed brass. Either two or four teats may be
milked at once as desired while the design of the teat cup reduces all tendency to
climb. Both releasers and recorder types and a portable milker can be obtained.
The whole apparatus is a sound and workmanlike piece of mechanism.
Wallace Milker
This is also a bucket machine. The teat cup consists of a rigid cylindrical
outer casing constructed of aluminium, and a heavy flexible, stretched moulded
liner composed of a special rubber compound. Effective sealing between the
lining and the outer casing is ensured. A 15-inch vacuum is employed and a
pulsator or vibrator is fitted to each teat cup. The rate of pulsation varies with
the flow of milk and sometimes reaches the extremely high rate of 150 beats per
minute. Only one tube from bucket to cow is provided. The length of the teat
cup provided depends upon the breed to be milked.